SMOKERS AND NON-SMOKERS: 


FACTS YOU SHOULD KNOW 

Both imoken and noa-snwksn deserve to know fact*, not innuendo, 
thouc cigarette*. Yesterday Philip Mom* and other U.S, tobacco manufacturers 
helped to Mt the record straight by speaking before s Congressional committee. 

For your consideration, hex* act the highlight* of the infornudan 
presented by Philip Morns in that session: 


Fact: 

PUQp Metxis doss eat Bdd nieatiM «• in apteoss. 

Ths nicetins delivery of ill commercial cigarettes is measured and disclosed mens tenth afi 
milligram, both in public rdciHs by iha Federal Trade Commission, and in every advertisement 
for the last IS years. In the end. Philip Morris Jowws ths amount of nicotine naturally occurring 

in tobacco by between 5041 in die case of a Marlboro, sad 9044 in an ulm-lcn* brand. 

Face 

Philip Morria does not “menipuUre" niraslni levels. 

W» voluntarily opened oue manufacturing openbons to the Food end Drug Adnuniatradan, in t 
good filth effort to rreolve the allegations that we add nicotine or control its level in our cigarettes. 

Our manufacturing proeera include* war *00 quality control checkpoint! and only 
two of them measure nicotine. In every case, and with every brand we manufacture, ths nicotine 
level in the flniihed cigvetn it lower than the nicotine level of the original, natural tobacco leaf. 

Fact: 

Philip Morris has not used patented proems to inarms* or maintain nicotine levels. 

Philip Motris, like every other corporation, appUce for; and obtains patents on virtually every 
innovation w* pioneer. Philip Morris currently holds over 600 They are publicly disclosed 

upon issuance through the U.S. Patent Office. Philip Morria has Asm uaad any of these patenta to 
imcaaa, or even maintain, nicotine levela in any of in product*. In fact,-the only nicotine ' 
related parents Philip Morris hat ever used art for ths reduction of nicotine 

Fact: 

Philip Monts docs not believe dgarerra tmoldag it addlcth**. 

People can and do quit smoking ail the time. According to the 19*1 
Surgeon Gencnl't Report, there ate more than *0 million former imokers in 
the United States end 904* quit on tbeir own, without any outside help. 

Fact: 

None of the ingredients added in the manufacture of cigarettes h hamltil at used. 
Cigarette ingredient! hive been feminized by the Department of Health and Human Services 
tinea 1986. In addition, to independent safety assessment wit conducted by sot renowned 
(dentists. Their report concluded? *The ingredients added to tobacco in the manufacture of 
rigarettes by the lix major U.S. manufacturers are not haeardoua under conditions of use.* 




In doting, we'd like to offer one more hex shout how the majority of .Americans 
feel about smoking bane. According to a recent CNN/USA Today poll, the majority 
of non-smokers, ss well as smokers, are opposed to outright smoking bans. 

In face, almost 7 out of 10 Americans Avar designated smoking treat. 
Obviously, non-smokers fed that smokers have rights, too. 


Tar a full transcript of the informs nan pnareted by PhiUn Monts, the ineradisns list, 
er durbar udonaaden, pirarecafll-U0-BS2'g749. 
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Source: https://www.industrydocuments.ucsf.edu/docs/stmk0001 




